MICROSCOPY.
14 shows arborescent crystals of silver, and 15 the crystals of gold.*
TRANSFER OF OBJECTS  TO SLIMK.
The objects aro transferred from the bottle to
cavity of the slide for examination in the manner s
Tnumfotrlrsg Ofojrcw to thr Slide*,
Fig. 301.    The drop tube, which has a funncl-shupi stopped by the finger at the upper end, while its i*
is inserted in the water in the bottle above the mat
removed.    The finger is then removed  and son
Fit*, 302
